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IntrodDClkM 

1. Overview 

This guide explains how to install the XENIX™ system on «n IBM PC XT™ or 
compatible computer. The XENIX Operating System is a powerful system of 
programs that gives your computer the same multi-user, muhi- tasking oqjabilities 
as many large and expensive conqniten. Installing the syston involves initiafaingthe 
hard disk, then copying the XENIX utilities from the XENIX distribution floppies to the 
initializedharddisk. 



2. XENIX System Distributkm 

Thecomplete XENIX System consistsof the foDowingdiree distributionpackages: 

• TheOperatingSystem 

• TbeTextFrocessii^System 

• TheI>evek)pmentSystem 

The Operating System contains the XENIX programs you need to create nnihiple user 
accounts, manage file systems, create and manage files and perfonn system 

maintenance tasks. 

The Text Processing System contains the XENIX programs you need to create, edit, 
and typeset documents. 

The Devekpmeot System contains the XENIX programs you need tocreate. compile, 
and debugassemUy and high— level language programs. 



3. How To Use This Guide 

Read through this guide thoroughly before beginning the installation procedure sodut 
you become familiar with the various steps and with the terminology used in each 
section. If you run into difficulties during the installation, call the SofiCare Center at 
The Santa Cruz Operation for assistance. 

Afewrulesofthimib: 

I. During the installation you will be using the keyboard to enter information. 
Always: 

• Begineachcomfflandafteraprompt(oftena$.%or#symbol). 

• Typeallrequestednanoesandnumbersexactlyasdiown. 

• Com|detealinebyfvessingRETURN. 

NOTE: The RETURN key is sometimes denoted on the keyboard 
by a "down-left" arrow. 
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2. Ifyounukeatypingenor.youcanerasetheduB-acten 

• ByuaingtfaebackspacekeyOR 

• ByboldiiigdowntheCX)NTROLkeyasyoutypethekner"h**. 

3. To delete evaything you have typed on a line, hold down the CX)NTROL 
key asyou type the toter "u". 

4. Acoiq)leofadditiooalitem8tobeawareo£ 

• <y/D>?isaddng"yesoroo?".aiida!wqrsiequiresapesponae 
from you (type * y ' or "n" and press the RETURN key). 

• the 'symbol refers to the CX)NTROL key. and will be foUowed 
by a later which used in combination with the CX>NTROL key 
hasa specialmeaning. 

Example: li means backqjace 

• The RETURN key on the keyboard ofyour IBM PC may have a 
large single anow pointing left on it rather than ^e woid 
"return". Inthisguide. however, itis written this way: 

REIVRN 

• Commands referred to in text are shown m boldface with the 
reference manual section next to the command in parentheses 
(for example caKQ). Refer to the pre&ce of the XENIX 
Reference foraguide to the variousreference sections. 
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4. Installation Procedure 

4.1 Overview 

The installation procedurehas six stq>s: 

1. Starting XENIX from the Boc^ble Floppy Set. 

2. Initializing the haixl disk with the hdinit program and. if desired, modiiying 
the bard disk partition table to share space with the DOS operating system. 
Note: DOS referstotheMS-DOS'^aixlPC-DOS™opcrating systems. 

3. Re-startingthesystemfromthenewlyinitializedharddidc. 

4. CopyingtheXENlXutilitics. 

5. Creatingthe super— userpassword. 

6. Creatingthefirstuseraccount. 

The following sections describe each step. When you have completed the installation, 
be sure to store this guide and the distribution floppies in a safe place. You will need 
them again if you wish torcinstall the system for any reason. 

4.2 What You Need 

ToinstalltheXENIXSystem you need: 

- An IBM XT Personal Computer, or an IBM PC with an XT upgrade unit 
with at least 256Kbytesofmemofy. 

- Oneharddi^withatleastlOmegabytesofstorage. 

- Oicdouble-sidedfloppydiskdrive. 

- TheXENIXSystemDistributiondisks. 

The XENIX SystemDistribution set contains these floppies: 

- The XENIX Operating System floppies. The Release Notes delivered with 
this guide contain a list of the flo{^ies in this set and the files included on eadi 
floppy. 

- Optional: Text Processing flof^ies The Release Notes delivered with the 
Text Processing Guide contain a list of the floppies in this set and the files 
included on each ticppy. 

- Optional: Develoi»nent floppies The Release Notes delivered with the 
Programmer's Guide contain a list of the floppies in this set and the files 
inchided on eadi floppy. 
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4.3 Before You Start 

Before you begin the installation procedure, make sure your computer b fiiUy 
assanbIed(andoperational)andyouarefamiliarwithitsopeiation. Inpaiticularyou 
shouldknow: 

1. Howtoturnthecomputeroffandon. 

2. Howtoinseitfl(^iesiatothe floppy diskdrive. 

3. Howtoresetthecomputer. 

4. There b currently noXENIX utility that locks the hard disk. To dothis, refer 
to the appropriate IBM PC documentation for infonnationaboutkxking the 
hard disk. It is advised that you lock the hard disk if you move your 
computer. 

if youhavejuibissembledyourcomputerfor the first time or are unsure about the items 
listed ab<>ve, bri^y review the hardware manuals provided with your computer and 
hard disk. The hard disk or XT upgrade unit must be c<noected to your computer 
according to manufacturer's specifications. Also, wt suggest you run a system 
self-test asdescrfi)ed iathe IBM PC Guide loOpfrofionj in onfer to detect possible 
hardware problems. 

4.4 Starting XENIX From Tbe Bootable Floppy Set 

Youarereadytostaittheactualinstallationprocess. FindthedistributiotMSskslabded 
"Booubfe** and "Root" and follow these steps: 

1. Insen the Bootabfefio{^y into the floppy drive. Ifthere are two drives, use 
theivinuay, or left drive, (somethnescalledthe boot drive). 

2. Tumonyourcomputerandtheharddisk(lfyouhaveanIBMPCwithanXT 
expansion unit, tumtheXT expansionuniton first). 

Thecomputer loads the XENIX bootstrapprogram fromthedisk and begins 
to execute it. Note the total amount of memocy available. This nuniber will 
be displayed in the upper left conxi of the screen. You will use this value 
when selecting the small version or the full version XENIX in the section 
Instatling the XENIX Distribution Floppies. The copyright message is 
displayed, then the system performs a self—check to detennine if there are 
any problons with the hardware. The leners A-H appear in succession. 
After XENIX is loaded in monory the system di^lays a message about the 
amount of memoiy remainiog. 

Bootable sequence: 

H 

mem = xxxK 

Insert root floppy and hit RETURN 

3. RemovetheBootablefloppyandinseittheRootfloppy.PressRETURN. 
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4. The remaining leaers of the alphabet are displayed. After Z. tfie message 
^>pcars: 

No single— user login present 
Entering System Maintenance Mode 

If the letters stop displaying before tfie letter "Z" is readied, nmhardware 
diagnostics as explainnl in your computer manual, correct any identified 
problems and start the installation procedure again. If the letters stop again, 
call The Santa Cruz Operation SoftCare Center and be fvepared to tell them 
at what lettcrthedis|day ended. 

The self-check using letters A-Z will occur every time you bring up your 
XENIX syston. However, after this initial installation, the self-dieck 
won't di^lay messages referring to Bootable andRoot. 

5. Oncethesystembeginstorun,thef<^wingismes8agedi^layed: 

XENIX V3.0 Hard Disk initialization Floppy 
(backspace is * h, erase line b * u) 
Use "hdinit' to initialize hard disk 
<lnstallation> 

When you see this message you are ready to proceed with the second 
va:SiaQatkmsicpJmtiaUzmgtheHaniDisk. 

4.5 Initializing The Hard Disk 

You use the hdinit program toinstall theXENIX Operating System on thehaid disk. As 
part <tf the inkialization process, you may partition the hard disk, using the fdisk(Q 
utility , to support both DOS and XENIX on the same hard didi, or allow XENIX to use 
thewholedisk. 

The following stepsdescribe how to initialize thehard disk. 

1 . Afterthe <lnstaOation> prompt type: 
hdinit 
and pressRETURN. 

Watch forthis message: 

WARNING: This installation program could destroy the 
the present contents of your hard disk. 
Refer to DOS documentation to preserve 
an existing DOS filesystem. 

Do you wish to continue (y/n)? 

NOTE: if you have any files on the hard disk that you wish to save before 
insulling XENIX followthis procedure. 

Type: 
n 
and pressRETURN. 
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The following message ai>pears: 

Aborting initialization procedure 

At this point the system shuts down automatically, as the 
following message isdisplayedonthe screen: 

*♦ NORMAL SYSTEM SHUTDOWN *♦ 

Ronove the flo|^y disk, and rdboa your existing operating 
system. After you have backed up the files you want to save, 
restart the XENIX installation procedure £rom die beginning. 

2. if you don*t have any files you want to save, overwrite your hard disk with 
the XENIX OperatingSystem, by typing: 

y 

and pressRETURN. 

hdinit invokes fdiskCQ (for more information about fdisk, see AppendixC 
ofthe XENIX Openuio/uGtittie and the fdisk(C) manual page in the XENIX 
Reference). Afta a moment, information generated by fdldiCQ wifl 
appearon the screen. You wUlseealistofoptionsasfdlows. 

1. Create Partition 

2. Change Active Partition 

3. Delete Partition 

4. Displiy Partition Table 

5. Create XENIX Partition for Whole Disk 

Enter Choice: 

Enter option "4" and press RETURN to see the partition t^e. The result 
may lode like this: 

PARTITION STATUS TYPE START END SIZE 



1 


A 


XENIX 


000 


304 


305 


2 


N 


XENIX 


000 


000 


000 


3 


N 


XENIX 


000 


000 


000 


4 


N 


XENIX 


000 


000 


000 



If the partition table lodes like this, and you wouU like XENIX to occupy die 
whole disk, then type "q" and press RETURN. If your di^ has been 
formatted for DOS and you want XENIX to reside with it on the hard disk, 
refer to the fdisk(Q manual page. Appendix C of the XENIX Operations 
Guide . and the "Partitioning Your Fixed Disk* section of the "Preparing 
Your Fixed Disk" chapter in the DOS documentation. Refer to the Release 
Notes section on "Dos Support" for a table with various XENIX System 
configuration space requirements. 

To create a DOS partition, you need to create the partitionunder DOS using 
DOSfdIsk. 

NOTE: Under DOS theXENIXpartiUon(s)wiUbedispIayedas "OTHER". 
UiiderXENIXtheDOSpartition(s)wiUbedisplayedas"DOS". 



- 6 - 



InstaOatkiB Procednrt 



Oieck that you have paititioned the disk as dcsiitd by using the Display 
PanitionTa^k command. Ifit is correct, you can then type "q". Youcan 
also addaDOS fiksy stem afteryou have completed installing XENIX. 

3. Thefollowingmessageappears: 

Analyzing hard disk: 

this procedure will take at least S minutes. 

Scanning blocks xxxxx-xxxxx 

Wait a few mioites while the hdiait program creates a file system and copies 
XENIXutilitkstoit. Messages appear on the screen torepoit the progressof 
the program. 

If the disk is perfea thismessage appears: 

bad bkxrks in bad bkxk tabk. 

Ifbad blocks exist, thesystem will see that they are not used. Atabkofbad 
blocks will be displayed. Refer to badblknta(M)mamial page intheXENDC 
Reference. Inany case, installation willcontinue. 

The next message is: 

Making hard disk bootabfc 

Information about the filesystem size is di^layed. ignore the following 
error message: 

mkfs: fik /hdboot bad fonnat — ignored 

It b possible at this point to vary the number ofbkxks allocated for the swap 
space withintherange 1000-6064. ifyou don't eiler a value, 1200bk)cks 
willbeallocatedforswapspace. Thisistherecommended size. 

When the bdinit prog ram is finished the system shutsdown and displays the 
following message: 

** NORMAL SYSTEM SHUTDOWN *♦ 

Now the system can be started firom die hard disL Remove the Root floppy 
from the floppy drive . 

4.6 Starting XENIX From the Hard Disk 

This section explains how to start the XENIX ty stem by loading a copy of it from the 
hard disk into the ccHnputa'smemoiy . 

1. Resetthecomput(T.Todothis,openthedoorofthefloppydrive,tumo£fthe 
power to the coooputer, wait IS seconds, then turn the power back on to 
reboot the system. The flq>py drive light may stay on. 

2. As the system reboots, numbers di^Iay on the screen. Write down the last 
numbCT that displays at the top of the screen. This number indicates how 
much RAM (random access manoiy ) your computer has and is necessary 
laterintheprocessofinstallingXENIX. Forexampk: 



- 7 - 



XENIX InstaDatkui Goide 



640KB RAM (Mcmofy) ok 

3. Wait a few miziutes. Booting firom the hard didi:nonnally takes about 43 
seconds, dependingonhowmuchmemoiy yourcomputerhas. 

NOTE: If nothing happens within 10 minutes, chedt that the hard disk is 
connectedproperfytoyourcomputerandisreceivingpowcr. IfitstiUhasnH 
booted, turn your computer off, wait 20 seconds, then turn the power on 
again. Also tiy running hardware diagnostics as explained in your 
computer manual. Correct asy identified problems and start the XENIX 
installationprocedureagaia 

After you have completed the above steps, the computer reads a copy of the XENIX 
Operating System from the hard disk intomeniofy.Then the system begins toexecute. 
As before, die ly stem performs a self- check to determine where any problems exist 
with the hardware. The letters A-Z appear successively on screen. If the letten 
displaying stop before the letter **Z" is readied, run hardware diagnostics as 
explained in your computer manual. Correct any kJentified ptdblem$ and start the 
XENIX instalhtionprocedureagain. If the letters stopagainatthispoint,callTheSanta 
CruzOperationSoftCare Center andbeiMrqimedtoteUthemthe last letter displ^ed. 

After you start the system from die hard disk fsdi(C) is run to check the integrity of the 
fiksystem. SeethefsckCQmanualpagefortheftmctionofthisprogram. 

The next section describes points to be aware of before installing the distribution 
floppies. Please read aO of the sectkm "Special Notes on Installing the XENIX 
Opnating System" before continuing with installation. The installation procedure 
continuesinthe section "Installing the XENIXOistributiooFloppies". 

4.7 Special Notes on Installing tlie XENIX Operating System 



4.7.1 Small Version XENIX ^ Standard Version XENIX 

While installing Operating System floppy #1 you wUl be asked if your system has 
384K Random Access Memory (RAM) or more. The OpetdXing System floppy # 1 
contains both a small version and a standard versionofXENIX. Small versionXENIX is 
designed to run on madiines with less than 384K RAM and has one consofe screen 
rather than the 1 console and 9 additional screens supported by the standard XENIX 
kernel. Thaeisalsolessbuffersizeavailableinthesmall versionofXENIX. Standard 
XENIX contains full functionality of 10 screens and maximum buffer size. Answer 
"y" or "n* * dependingon the amount ofRAM available onyour machine. 

If y(nt are currently installing the small version of XENIX, and you later increase the 
amount of RAM available, you may re- install this floppy independently. You do not 
need to re- install the entire (Operating Syston Package. To install standard XENIX 
instead of the existing small vCTsionofXENIX.togin as "root".Type 

# /etc/instaU 

Then insert (grating System floppy #1. When you reboot with the additkmal 
memory, the bootstrap program will display the increased memory size. Answer 
' 'y" w^en asked, if youhave3841CormoreRAM. 
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4.7.2 nncp 

One of the Operating System floppies instalb tmcpiC) and files on wiucfa ai(Q 
depends on your XENIX system. The nocp system is designed to pennit 
communication between XENIX systems using dial-up or direct communication 
lines. iiocp(Q provides file transfer and remote command execution through a 
batdx-type operation. It is necessary to install this program if you want to be able to 
communicate with The Santa Cruz Operation via electronic mail for support purposes. 
See the chapter "Building a UUCP System" in the XENIX User's Guide and fhc 
nocpCC) manual page in the XENIX /?<r«r£nce for more information about oucp. 

NOTE: You may use cd(C) without the nncp floppy by creating your own L— devices 
fite. AnexampleL-<<^c«5fileisgiveninChaptier7oftheXENIXOp«niii0RsC^(tt(tf. 

You may not wish to install micp at this time. If you don't have a modem availid>le or 
do not intend to use nncp to communicate with other XENIX systems, you can dcipthis 
floppy. You will be informed vt^en the nncp floppy is the next to install by the 
foUowingpranpt: 

The next floppy contains networking jwograms. 
These are used for conmiunication between computers via 
l^one lines or direct lines, if you don't need this 
feature and would like to save didi space, 
do not install this floppy. 

If there are more floppies inthe Operating System package insert the next floppy (after 
thenncpfloppy)and type "y". You maythen continue the installation. 

The nncp floppy canbe installed at a latortime. Login as "root" and type 

# /etc/install 

(similar to the procedure described above for dunging small version XENIX), insert 
tftenncpfloppyinthediskdrive. 

4.7JI Hmezone 

IXiring the installation of the last XENIX Operating System floppy you will be 
inxnnpted for your time zone. The tintc zone is r^MTsentedby three letter designations 
(such as PST for Padfic Standard Time) . The program will also a± whether you are in 
an area which observes daylight savings time . 

4.8 Installing the XENIX Distribution Floppies 

The next stage of the installation installs the XENIX distribution flop{Mes you 
purdiased. 

To copy the floppy disks onto the hard disk, you will need to be able to perform the 
following stq>s: 

1 . You must instaU the Operating System set fir st . before the Text Processing 
or Develc^ment set. 
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2. noppiesineacbsetmustbeinstaUedtnmuDcncorderCyoudiouldstaitwith 
floppy # 1 and progress through the last numbeted floppy ineacfa set). 

3. lnsertthefloppymthefloppydrive(iftherearetwodrives,uueitthefloppy 
in the piimaiy . or left, ddve) and press RETURN. The name of each file is 
di^Iayed as it b installed. 

4. Remove each disk when the floppy drive light goes off and you see the 
messa^ 

Next Floppy <y/n>? 

Insert the next floppy. After you have insened all the floppies in a set. 
answa "n**tothis question. 

You will be prompted for installation of die three separate padcages (Operating 
System, Develc^Moent System, and Text Processing System) that comprise the 
completeXENIX system. The foUowingmessage isdi^layed: 

For each tappy in the distribution set. insen the floppy, 
type 'y\ and press the REIVRN key. Type the letter *n* 
^er the last floppy. ShouU you evCT see the message: 

tan please insert new volume, then intss RETURN* 

insert the next floppy, and press the RETURN key. 
Do not interrupt the installationprocethire vilienyou see a "tar**iiiessage. 

1. Fint,youwillbeask6d 

Install Operating System package? <y/n> 

This padcage must be insulled before either the Text Processing or 
Development packages. Its installation is not optional. Answer "y" to 
instaUthispackage. 

2. ThenyouwiDseethemessage: 

First Floppy <y,n>? 

Proceed by inserting Operating System floppy # 1 in the floppy drive, ^pe 
"y" andpressRETURN. Themessage 

Extracting files from floppy 

wiU be displayed on your screen, foflowed by a listing of files currently 
being taken fimnthefloppy disk. 

3. YouwiUbeasked 

Does your system have 38ft RAM or more <y/n>? 
Answa appropriately for your ^stem. 
if you answered "y* '.the instaUationprocedure reports: 

Removing small XENIX, fsdc and ttys 
If you answered "n* *, themessage 
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Moving small XENIX, fsdk and ttys into place, 
willbedispbyed. 

In both cases, the process continues: 

Installing XENIX on hard disk. 

followed by a report of the nvmher of records copied in aixl copied out. You 
will be prompted with the message: 

Continue with installation... 

Next floppy <y/n>? 

Continue as described above, by inserting the next numbered fkippy in the 
sequence, answering "y " and jvessingRETURN . 

One of the programs on the last XENIX Operating System disk will 
automatically set your system to the correct time zone. 

1. You will see the following displayed: 

This program will set the correct timezoie. 
Does daylight savings time apply here (y/n)? 

Answer by typing a "y" or an "n" and press RETURN. 

2. Nextyou will see: 

Are you in the United States (y/n)? 

if you answer "y" and press RETURN, the following b 
displayed: 

1) AST Atlantic Standard Time 

2) EST Eastern Standard Time 

3) CST Central Standard Time 

4) MST Mountain Standard Time 

5) PST Pacific Standard Time 

6) YST Yukon Standard Time 

7) HST Hawaiian/ Alaidun Standard Time 

8) NST N«De Sundard Time 

Please select the number that represents your timezone: 

Answer witha 1 ,2,3.4,S,6.7or8and press RETURN. 

If you are not in the United States (or one of the time zones 
represented above), and answered "n", the following is 
displayed: 

What is the standard abbreviation of your timezone (3 capital letters)? 

Type three upper case letters v/hich represeit your time zone and 
pressRETURN. Nextyou will see thismessage: 

How many hours west of Greenwidi Mean Time are you? 

Answer with a number bet ween - 23 and 23 and {HTSs RETURN . 
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3. The time zone variable. TZ. in the files/erc/n: wad/etc/profile are 
changed accordingly. The original copy of the file u saved, and 
youseethismessage: 

Backing up /etc/cc as /etc/rc.old. 
Backing up /etc/profile as /etc/profile.old. 

Timezone successfully updated 

Your time zone is now set. There bnoneedtochangethe.p/vyEfeforausa, 
unless they call in from a different time zone, and want to override the tocsd 
standard. There is no way to aut<»naticaily change the time zone for cah 
users. Each csbuserwillneedto modify their .(o^/ii with die appropriate TZ 
setting. 

5. Thenyouseetheprompc: 

Next floppy <y/n>? 

Answa "n" afterthe last floppy in the Operating Systonpadcagehasbeen 
installed. 

TheXENIXOpeiatingSystembnowinstafiedonyourharddisk. 

6. ThefolIowingmessagBisdispIayedonthescreen. 

XENIX Operating System Installation complete. 
Install Software Devekfment Padiage? <y/n> 

If you have purchased thb package as part of your XENIX system, type 
"y". Perfoim the necessary stq>s as before. Otherwise, type "n". If 
desired, you can install this package later. Type /etc/inaeUl and the utility 
willpromptyoufortheseriesoffloppies. 

7. Finally, you willbeasked: 

Install Text Processing Paduge? <y/n> 

Again, answer ai^opriatety for the XENIX package you purchased and 
install as before. Thismay alsobe installed later using /efc//n5&ii/ . 

8. Thenthe message: 

Setting up empty directories 



*♦ NORMAL SYSTEM SHUTDOWN *♦ 

** Safe to Power Ofif ** 

-or- 
** Hit Any Key to Reboot** 

will be displayedon your screen. Whenthishappens. open the floppy drive 
door and hit ai^ key. The system will proceed to reboot. You will see the 
message: 
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Type CX)NTROL-D to proceed with normal suotup, 
(or give root password for tgysnem maintenance mode): 

9. Press RETURN to create a root (super-user) password. The ^stem 
di^laysamessageasdapronqit: 

Entering System Maiotenance Mode 

Tenninal type is ibm 
Erase b (X>NTROL-H 
KiU is OONTROL-U 



4.9 Creating the Super- User Password 

The super— user password keeps the system safe from unauthnized use. It it 
important that you create a super-user password immediately after the system has 
been installed to ensure maximum protection of the system and prevent utmecessaiy 
use of the super-user (also known as "root* *) account. It is very easy to make errors 
when togged in as super-user that could result in the destruction of files, it is 
extremely important that you k>gin as super-user only to install programs and to do 
system maintenance tasks. For a complete description cf the super-user, see tbe 
XENIX OperationsGuide. 

Tocreatethe supa-user password, follow these steps: 

1. Type 

passwdroot 
and pressRETURN. 
The system displays the message: 

New password: 

The new password can be any sequence of ktters, numbers, and/or 
punctuation marks, but must be at least S diaracters long. 

2. TypethencwpasswordandpressRETURN. 

The sy^em does not display the password as you type so type carefully. 
Afteryou press RETURN the system displaysthemessage: 

Retype new password: 

3. TypethenewpasswordoncemoreandpressRETURN. Makesureyoutype 
it correctly , otherwise the program will ignwe the diange. 

The super-user password is now in place. Fracn now on, the password will be 
require) wheneveryou attonpt to accessthe systemas super- user. 

Do not forget the siq>er— user password. Restoring a forgotten super— user password 
requires reinstallation of the XENIX system. If r^cessary , keep a copy of the super- 
user password in a safe place. 
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4.10 Creating the First User Account 

The last stq> in the installation is to create the system's first user account, "guest**. 
This guest accoum isatemporary woikspaceon the system that you may use topractice 
with the XENIX system. Later, after installatioa is complete and you are familiar with 
the XENIX commands, you can remove the guest account and create private accounts 
forallthe system users. 

Tocreatethe firstuser account, follow these ste|»: 

1. Type 

mluscr 

and pressRETURN. The systemdiq;>bysthe message: 

Newuser 

Add a new user to the system 

Do you require detailed instructions? (y/n/q): 
Type 

n 
and pressRETURN (youcanexamine the instnictiknuatsomeothertime). 

2. The system wiU ask for more infonnation: 

Enter new user** login name: 

Type 

guest 

and pressRETURN. The name "guest** is now the login name for the new 
useraccouit. 

3. Next.the progr am asks foragroup name: 

Do you want to use the default group? (y/n)? 
Type 

y 

This will set the group to " group* * . 

4. Next.theprogramasksforthenewuser'spassword. 

Enter password 

Press RETURN. This allows you to use the guest account without giving a 
password. 

Next. 5. 

ENTER shell Qrpe (1, 2. or 3) and press ENTER: 
Type'T'andpressENrER. Theguestaccounthasansh(QsheO. 
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6. Finally, the program asks for commeiis. 



please Eater Comment > 

> 

Type 

guest account RETURN 

7. Tlie system asksifyouwanttochangeaaything. Type: 

n 

andpressRETURN. 

Hie new guest accountis ready. Later, wfaenyoutumtotheXENIXUser'sOuide.you 
may use this account to, for instance, practice k)gging in, make direacries and run 
programs. 



5. The Next Step 

If you are familiar with the XENIX Operating System, you may coitinue with nonnal 
startup and begin working. Just hold down the CONTROL key and type "(F. Refer to 
the explanation of nonnal startup in the XENIX Operations GtUde if you have 
problems. 

If you are net fiumiliarwith the XENIX Operating System, we lecommeiiddut you hak 
the system and turn to the XENIX User's Guide and the XENIX Operations Guide to 
learn howto start the system, how tolog in, and howtorunpffc>gnBiu. 

Tohakthe system, follow these steps: 

1. Type 

/etc/hahsys 
andpressRETURN. 

2. Wait for the foQowingmessage: 

*♦ NORMAL SYSTEM SHUTDOWN •* 

**SafetoPowaOff** 

— or— 
** Hit Any Key to Reboot** 

3. Whenyouseethe^utdownmessage.itissafetotumoffthepowertothe 
computer and the XTexpansionunit. 
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